FIGURE 1 


COAL STRENGTH TESTER 



A - BAR LOCK 

B - CIGARETTE HOLDING BAR 
C - ANVIL 

D - STRIKE PLATE 

E - ECCENTRIC CAM 

F - SLEEVE BEARING 

G - CIGARETTES 

H - SPEED CONTROL 
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